Drive's equipment.     The  photographer did not  provide any  illum-
ination in addition to  that supplied by the existing  lights  on
the equipment.     Exhibit  A is an 8" x 10"  photograph of lighting
provided by an end  loader like  the one operating  in  the N-3  pit
when the inspector supervisor cited  the N-3 pit  for  insuffi-
cient  lighting.     Exhibits  B  through K are  8"  x  10"  photographs
of  illumination provided by the Euclid 75  trucks  being  used   in
the dumping  area cited by the  inspector  supervisor   for  insuffi-
cient  lighting.     Those  photographs  support  a conclusion   that
the  trucks and  end loaders  provided  a great  deal   of  light.

12.    Buddy Johnston,  Mountain Drive's  safety director,
accompanied   the inspector  supervisor and  the  other  inspector

on March 10,   1981.    He introduced  six 5" x 7"  color  photographs
of  one of  the Euclid 75 trucks which was being  used   in  the  dump-
ing  area on March 10,   1981.     Exhibit  I is a  close-up picture  of
the  front of  the  truck.     Johnston explained  that   the manufacturer
installs  four lights on  the  front  and  that Mountain Drive  addi-
tionally installs four  supplemental  lights  on  the   front  of   the
truck,  one on each end  of the bumper and one on each side of
the hood about  even in height with  the last  rung   of  the  ladder
used by the  truck driver  to climb up  to  the   truck's  cab.     Ex-
hibit H is a close-up of the rear of the  same Euclid   truck
showing  the  two  sealed beam  back-up lights which are   standard
equipment  installed by the manufacturer and   two  supplemental
lights  which are installed by Mountain Drive  to  shine  diagon-
ally toward   the left and  right  sides of  the  rear  dual  wheels.
Exhibits F and G are two photos of the same Euclid   truck show-
ing a supplemental light which Mountain Drive adds  just behind
each  front wheel  so as  to  illuminate  the area  In  front  of  the
rear dual wheels.    The actual  illumination is  illustrated  by
the 8" x 10" photographs described  in Finding No.   11  above.

13.    Johnston also  introduced  as Exhibits K and  L two
5" x 7" photographs of a 992 Caterpillar end loader like  the
two being used  in the N-3 pit when  the N-3  pit  was  cited   for
Insufficient lighting.    Johnston's Exhibits K and L show that
the manufacturer equips  the loader with lights  on   the  boom  on
each side near  the lower part of the windshield  and with one
light on each side of the  top of the cab.    Mountain Drive
supplements  the manufacturer's cab lights with  two  lights  be-
tween the two  top cab lights and  the middle lights are
directed upward so that the operator of the end loader may
see  the highwall above him.    Johnston also  testified  that  the
inspector supervisor found  the lights on the end loaders  to
be insufficient only when they were being used  In a  position
which was parallel to the highwall.

14.    James Courtney is an operator of a  992 Caterpillar
end loader and he was operating it in the N-3 pit on March  10,
1981, when Mountain Drive was cited for insufficient  lighting. that   a  civil   penalty  of  $75   is   appropriate.
